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IN THE UNITED STATES DISTRICT COURT 
FOR THE WESTERN DISTRICT OF PENNSYLVANIA 

UNITED STATES OF AMERICA, ) 

) 

v. ) 2:16-cr-196 

) 

JAMES FRANCE, ) 

) 

Defendant. ) 

ORDER 

AND NOW, this 30th day of September, 2019, for the reasons stated in the Court’s Opinion 
of this day, it is hereby ORDERED that Defendant James France’s Motion to Suppress Evidence 
(ECFNo. 172) is DENIED. 



Mark R. Homak 

Chief United States District Judge 


cc: All counsel of record, Defendants 





